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Although there are many cowsheds in this country at the present time which
are of the most hygienic design and construction, it is to be regretted that
there are also many more whose construction leaves a great deal to be
desired. Nowhere are these faults more obvious than in our rural areas,
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FIG. 6.    An Unsatisfactory Cowshed.    (Note dark interior.)
where, be it remembered, the bulk of the country's milk supply is produced
It is no exaggeration to say that the majority of the cowsheds in this
country are still relics of a period when hygiene on the farm was non-
existent, and when labour was so poorly paid that it was not considered
worth while to arrange for its proper utilisation. These cowsheds are any-